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Description: Balance Set Plug Part Number: RBT101576-21 
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ection Dwg: RBT101576 Rev: G 


INSPECTION SHEET 
Actual 


Dimension 


Insp 


Drawing Method of 


f Comments 
Inspection 


f i Tolerance 
Dimension 


Ø0.735 
Ø0.625 
@0.500 
@0.375 
0.386 
0.315 
31° 
30° 


+/-0.005 
+/-0.005 
+/-0.005 
+/-0.005 
+/-0.005 
+/-0.005 
+/-0.5° 
+/-0.5° 


Measured by: Checked by: QC Inspector: 


Engineering Approval: | ate: 
If necessar 
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